PLIER WRENCH 


@ Available for Immediate Delivery 
in Two Handy Sizes! No. 10—10 
inches long; No. 7—7 inches long 

LYNLOC is a brute for strength, 

a giant for rugged service ... as 

easy to handle as a pair of pliers 

but with a grip as powerful and 
permanent as a vise. 


Locks tight . . . will not slip. This 

fA new LYNLOC adjustable wrench 
is a mighty tool that does the job 
easier, faster and better than ever 
before. It has 1001 uses and fits 
the needs of every mechanic. 


: If your Jobber cannot supply you, 
Non- “Sip Pipe, or End write for catalog sheet and prices. 


LYNN coe ee 


